13.  Bizic has had 34 years of experience in coal mines
including a lot of work as a repairman and as a safety inspector
for Consolidation Coal Company.  He did not hear Simms order
Nixon and Cronin to get into the feeder to shovel coal, but he
did not think it would have been safe for them to work in the
feeder without having the trailing cable locked out at the power
center.  He said any miner had the right to go to the power cen-
ter and disconnect the cathead before getting on a piece of
equipment to work where moving parts might cause him injury, if
the machine were to start as he has known equipment to start,
even after the breaker switch has been turned off.  Bizic said
that if he had been present when Simms ordered Nixon and Cronin
to shovel coal, he would have gone to the power center and would
have locked out the cathead for the feeder's power cable regard-
less of whether Simms asked that that be done or not.

14.  The superintendent of the Sunnyhill Mine on June 23,
1982, when Nixon and Cronin were suspended with intent to dis-
charge, was John Goroncy.  He was called at home by Ludwig be-
tween 11:30 p.m. and midnight and was told that Ludwig had
brought Nixon and Cronin out of the mine for refusing to obey
Simms1 direct order to shovel coal out of the feeder.  Goroncy
specifically asked Ludwig if a safety issue was involved, and
Ludwig said that no safety issue was raised about the refusal
to shovel coal, but that Nixon and Cronin had requested safety
glasses before riding in the mule and had been given glasses,
and that Nixon had requested that he be allowed to inspect the
four-man rover when they transferred to that vehicle, after the
batteries ran down on the mule, and that Nixon would not get
into the rover until Holskey had given him a direct order to do
so.  Goroncy denied that Holskey used profanity in ordering
Nixon to get into the rover.

15.   Goroncy confirmed Nixon's and Cronin's statement that
the next morning, June 24, Goroncy personally handed Nixon and
Cronin letters stating that they had been suspended with intent
to discharge.  Goroncy said that he refused to hold a 24/48-
hour meeting provided for in the Wage Agreement when he learned
that there had been a work stoppage at the Sunnyhill Mine.
Goroncy said a 24/48-hour meeting was eventually held within
the 48-hour period based on the date when the miners returned
to work.  Goroncy declined to reinstate Nixon and Cronin to
their jobs after that meeting and the matter went to arbitration
as described in Finding No. 9, supra.

.16.  Goroncy, who has a B.S. degree and is a professional
engineer with electrical training, introduced Exhibits A, Gr H,
and I to show the power circuits on the feeder. 'In layman's
terms, there is a lever on the side of the feeder which, when
pushed down, stops the power from flowing into the circuit
breaker.  The lever has to be pushed down and pulled back
through a horizontal position to reenergize the circuit breaker.
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